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CONFIDENTIAL 

PAGE 01 OECD P 08449 041747Z 
11 

ACTION EB-07 

INTO OCT-OI CIAE-00 COME-00 DODE-00 NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-00 MC-02 NRC-05 /032 W 

118896 

R041558Z APR75 
EM USMISSION OECD PARIS 
TO SECSTATE WASH DC 6357 

CONEIDENTIAL OECD PARIS 08449 

EXCON 

E.O. 1I652XGDSI 

TAGS: ESTC, COCOMM, RO, US 

SUBJECT: US THERMOCOMPRESSION BONDER TO ROMANIA - IL 
1355 

REFS: A. COCOM DOC. (75) 2260 (STATE 237074, 10/29/74, 

OC DOC. 5188) 

B. OECD PARIS 30333 (12/18/74) 

C. STATE 68900 

1 . QUESTION PUT BY UK AND REPORTED IN REE B WAS WHE- 
THER THIS BONDER IS NOT ERONT-END EQUIPMENT EOR USE 
WITH HYBRID CIRCUITS AND ICS. REF C DOES NOT APPEAR 
TO ANSWER THE QUESTION. 

2. ACTION REQUESTED: CLARIEIED INSTRUCTIONS CONTAINING 
ANSWER TO UK QUESTION IN A EORM THAT WILL REQUIRE UK TO 
STATE A POSITION. 
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Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, EXCEPTIONS LIST, STRATEGIC TRADE CONTROLS 

Control Number: n/a 
Copy: SINGLE 
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Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GarlanWA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975OECDP08449 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D7501 18-0512 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750481 /aaaacvrm.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 

Reference: 75 COCOM DO(72260, 75 (STATE 237074, 75 10/29/74 

Review Action: RELEASED, APPROVED 

Review Authority: GarlanWA 

Review Comment: n/a 

Review Content Flags: 

Review Date: 19 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <13 MAY 2003 by izenbeiO, EXCON>; RELEASED <19 JUN 2003 by GarlanWA>; APPROVED <19 JUN 2003 by 
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Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: US THERMOCOMPRESSION BONDER TO ROMANIA - IL 1355 
TAGS: ESTC, RO, US, COCOM 
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